Application Note 


jensen transformers 


( LINE DRIVER 
OUTPUT STAGE 
FOR LINEAR IC'S 


INCORPORATED 


Gain is 20 db 
Output is greater than 421 dbv re: .775 v 


Notes: Re capack 18 10 K ohm 
Cereaback 18 100 EF 
R nun = 1K ohm 
Ce Cohunt +*§ 160uF  ourpuUT ISOLATOR is a 349 1w resistor, with 40 tums 


of #30 wire wound on it, also available from Jensen Trans. 


Wi Rload 


1000uF/25v, 
LINEAR IC'S INYCo] =, 470uE/25V It 
= z 
MA-®a@ (preferred) V red 
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